From: Betsey Downing [betsey@betseydowning.com] 

Sent: 1/26/2018 4:31:03 PM 

To: Cooper, Roy A [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=f6d90b86b0494f09b93aala4e303b007-racooper] 
Subject: [External] Say NO to the ACP 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


Dear Governor Cooper: 

Say NO to the Atlantic Coast Pipeline!! Show leadership in our state and do not allow any further 
infrastructure to support the use of natural gas. As I’m sure you know, many recent reports, including 
last week by NASA, point to natural gas as the leading cause of our of control climate change. 

DO NOT approve the Atlantic Coast Pipeline. We want clean water and clean air and the pipelines don’t do 
that at all... in fact they lead to greater pollution. 

Thank you, 

Elizabeth Downing 
86 Dover Rd 
Pittsboro, NC 27312 
919.903.9557 



